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CENTRAL INTELLIGENCE AGENCY 


WASHINGTON, D.C. 20505 


Review Staff: 76/0081/2 
20 January 1976 


Mr. A. Searle Field 

Staff Director 

Select Committee on Intelligence 

House of Representatives 

Washington, D.C. 20515 Attn: Mr. Beam 


Dear Mr. Field: 


Attached is the letter from[~___| which 25X11 


was denied to his father under a FOIA request. The 
letter is still classified secret and was obtained 
from a foreign government which would take serious 
action if it were to become public. The sources 
and methods involved in this matter are extremely 
sensitive. 


Sincerely, 


25X1A 


eview Staff 


Attachment: 
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